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CONFIDENTIAL 

PAGE 01 BEIRUT 03822 021428Z 
50 

ACTION SY-07 

INEO OCT-OI NEA-05 ISO-00 OC-06 CCO-00 /019 W 

050756 

R02I357Z APR74 
PM AMEMBASSY BEIRUT 
TO USINT ALGIERS 
INEO AMEMBASSY RABAT 
AMEMBASSY ACCRA 
SECSTATE WASHDC 7193 

CONPIDENTIAL BEIRUT 3822 

RABAT POR RSO 

ACCRA POR RCO 

STATE POR SY/T 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: PROPOSED TELEPHONE SYSTEM 
REF: ALGIERS 0688 PARA 8 

RECOMMEND NEW TELEPHONE SYSTEM UTILIZE WESTERN ELECTRIC HAND 
INSTRUMENTS/KEY SYSTEMS IN AT LEAST ALL SENSITIVE AREAS. 
EXPERIENCE WITH SIEMENS AND ERICSSON INSTRUMENTS INDICATES 
PAR GREATER SUSCEPTIBILITY TO TECHNICAL PENETRATION. 

GODLEY 
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